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5220 (IN 45175) re 
i. BASE ON REALISTIC WORK SCHEDULE, 6917 CAN GE RECOVERED, 
359 ENGINE CAN BE INSTALLED, FUSELAGE CART AND UNSERVICEABLE ENGINE . 
CAN BE LOADED FOR TAKEOFF 21Psgez. “THIS ALLOWS MAINTENANCE 
CREW MINUMUM REST FOR 618 POSTSTRIKE RECOVERY. NO DIFFICULTY 
ANTICIPATED OTHER THAN CALCULATED Ri SKS OUTLINED AN HQS NOTE 
INREF. SUGGEST POSSIBILITY OF DOOR REMOVAL ON C=119 IF NECESSARY 
TO ACCOMODATE FUSELAGE CART. | | 
 POMIA 3. ANTIGIPATE ROTATION or ES xc ovesrs 
"SUITABLE CLOTHES VIA AIRLIFT. pein 
3. BEST EMERGENCY pRocepuRE From JMMMexrcrience is to 


contact I $= tower seconoary cHorce. ony 4p 
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